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JUM 1 7 200? 


PM-8450 

Specimen Problems 


Enrollment Number 

503 

114 

36 

72 

39 

34 

Test 

Sputum 

Fibrinogen 

Carboxyhgb 

Weight 

LDL Choi 
Fibrinogen 

Week Number Comments 

Week 2 Sputum Lost in laboratory (CCLS) 

Week 6 ; Mishandeled by Covance CCLS 

Week 6 Tube broke in transit 

Week 2 Weight not done. 24hr urine excretion was not calculated 

Week 1 j Calculation was not preformed due to high triclyceride 

Week 3 {Not resulted due to clots 

21 

Fibrinogen Wek 6 Not resulted due to clots 

69 

Cig Filters 

Week2 Cigarettes unlabled. Will be re-labled and shipped to INBIFO 

48 

Malond(plasma) 

Week 3 Speciman thawed by CCLS, will substitute with other aliquot 

78 

nicot&nic metab 

Week 6 Labeling came off - aliquot will be substituted for backup sample 
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Source: https://www.industrydocuments.ucsf.edu/docs/gkmj0001 














